ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 


DATE 


OFFICER 1 
OFFICER 2 
SUPERVISO 


R 


0600- 
0620 


0620- 
0635 


SOW- 


VEHICLE AND EQUIPMENT: WE WERE ASSIGNED AS FB-1 
AND ISSUED VEHICLE #2. WE CHECKED OUT OUR 
RADIOS AND VEHICLE WHICH WERE BOTH IN GOOD 
WORKING ORDER. THE VEHICLE’S FUEL WAS 1/2 FULL 
AND WE CLEANED THE INTERIOR, WAS CLEAN. 


FUELED VEHICLE AND ADDED AIR 


TO BOTH FRONT TIRES. THE LOW AIR PRESSURE 
INDICATOR IS STILL ON. REPORTED IT TO SGT. K. NAM 
AND LOGGED IT. WILL PASS ON TO SGT. REYES. 
BUSINESS CONTACT: 5873 HOLLYWOOD 

WAKE-UPS: 


OFFICERS WOKE UP SUBJECTS AND INSURED THAT 
THEY WERE OKAY OR NEEDED ANY RESOURCES THAT 
WERE AVAILABLE TO THEM. WE WOKE THEM UP AT THE 
FOLLOWING LOCATIONS: 


6523 HOLLYWOOD BLVD. (2 SUBJECTS) 
6561 HOLLYWOOD BLVD. (2 SUBJECTS) 
6623 HOLLYWOOD BLVD. (1 SUBJECT) 
HOLLYWOOD & HIGHLAND (3 SUBJECTS) 
6376 HOLLYWOOD BLVD. (1 SUBJECTS) 
1615 VINE STREET (1 SUBJECT) 
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